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1 
This invention relates to salt shakers. 
If is an object of the present invention to pro- 
vide a salt shaker wherein upen putting the salt 
shaker to use a portion of the shaker contain- 
ing the salt is pressed outwardly from the sur- 
rounding cásing to free the openings and permit 
the dispensing of the salt and whereby upon re- 
lease of the salt container the same will be re- 
tracted under the action of a spring fo close off 
the salt container openings. 
A further object of my invention is fo provide a 
salt shaker which will not accidentally spfll, is 
dust and dirt-proof, and also to a certain de- 
gree, is moisture-proof. 
Other objects of the present invention are fo 
provide a salt shaker of the type above set forth 
which is of simple construction, inexpensive to 
manufacture, bas a minimum number of parts, 
compact, easy to assemble and fo operate, easy to 
refill, sanitary, compact, durable, and efficient in 
operation. 
For other objects and for a better understand- 
ing of the invention, reference may be had to the 
following detailed description taken in connec- 
tion with the accompanying drawing, in which 
Fig. 1 is a perspective view of the salt shaker 
embodying the features of the present invention. 
Fig. 2 is a perspective view of the salt shaker 
inverted and with the salt container portion de- 
pressed to free the openings for the dispensing of 
salt. 
Fig. 3 is a vertical sectional view taken gen- 
erally on ]ine 3--3 of Fig. 1. 
Fig. 4 is a vertical fragmentary and sectional 
view of the salt shaker in its inverted position 
and with the salt container depressed to free the 
openings. 
Referring now to the figures, !0 represents an 
inner sali container closed af its top, as indi- 
cated at II, and having a plurality of circum- 
ferentially spaced holes 12 adjacent to ifs top end 
through which salt wfll be dispensed when this 
container part is adjusted to free the holes from 
an outer supporting casing | 3. 
The outer casing bas a reduced head portion | 4 
which serres as a slide cover over the holes | 2. 
This reduced portion |4 provides a shoulder |  
against which a spring |0 surrounding the con- 
tainer I and lying within the casing !3 reacts. 
The container |  bas, near ifs lower end, a ra- 
dially extending flange 17 receiving the spring | 6 
and urging the container downwardly. The low- 
er part of the outer casing ! 3 is formed to extend 
radially inwardiy at | 8 and upwardly fo provide 
a vertically extending sleeve portion |$ against 
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which the flange I  of the container I 0 may abut 
to hold the container 10 in ifs retracted position. 
In order to prevent the container part I 0 from 
returning relative to the inner casing, there is 
5 provided a radially inwardly extending boss 21 on 
the upper end of the sleeve projection I$ and a 
spline projectio.n on the lower end of the con- 
tainer. The lower end of the container 10 is in- 
ternally threaded, as indicated af 24, and a filling 
10 plug 2 may be threaded thereinto. This fllling 
plug, upon being removed, permits the container 
to be fllled with salt. 
In operation, the salt shaker is inverted in the 
manner shown in Figs. 2 and 4, and the plug end 
15 of the container I 0 is depressed against the ac- 
tion of the spring 16 so that the holes 12 of the 
container wfll be exposed and permit the salt to 
be dispensed. 
Whfle varions changes may be made in the 
20 detail construction, it shall be understood that 
such changes shall be within the spirit and scope 
of the present invention as defined by the ap- 
pended claires. 
Having thus set forth and disclosed the nature 
25 of my invention, what is claimed is: 
1. A shaker construction comprising a central 
container closed at its upper end and having im- 
mediately beneath the closed end a plurality of 
circumferentially spaced holes t_rough which the 
3O material can be dispensed, said central container 
having a radially extending flange adjacent fo 
its lower end, means removable on the lower 
end of the container to permit the fllling of the 
container with the material, an outer casing hav- 
35 ing a shoulder adjacent its upper end and a por- 
tion slidable over the openings thereof, said outer 
casing having an inwardly bent flange engage- 
able with the radially extending flange of the 
central container and to stop the downward dis 
4O placement of the central container and a com- 
pression spring reacting between the flange of 
the central container and the shoulder of the 
outer casing, said central container, being 
45 adapted to be depressed to free the openings from 
the portions-of the outer casing to dispense the 
contents of the inner container. 
2. A shaker construction comprising a central 
container closed af its upper end and having ira- 
50 mediately beneath the closed end a plurality of 
circumferentially spaced holes through which the 
material can be dispensed, said central container 
having a radially extending flange adjacent fo 
its lower end, means removable on the lower end 
55 of the container fo permit the fllling of the con- 
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tainer with the material, an outer casing having 
a shoulder adjacent its upper end and a portion 
sli0able over the openings thereof, said outer cas- 
ing having an inwardly benS flange engageable 
with the raiially exteniini flange of the central 
container and fo stop the downward displacement 
of the central container ani a compression sprini 
reacting between the flange of the central con- 
tainer and the shoulder of the outer casing, said 
central container being adapted tobe depressed 
to free the openings from the polions of the 
outer casing to dispense the contents of the in- 
ner container, sali inwarily bent fiange of the 
outer casing having stop projections thereon and 
extenEing inwardly therefrom, said outer con-. 

4 
tainer having a radially outwardly extending pro- 
jection engageable with the stop projections on 
the flange of the outer casing whereby to pre- 
vent relative rotation of the container relative 
to the outer casing. 
WILLIAIVI SCHVAITZ. 
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